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COMPARATIVE STATEMENT OF CONSOLIDATED EARNINGS 


GIVING EFFECT TO THE PURCHASE OF THE KANSAS CITY POWER & LIGHT COMPANY. 


For 12 Montus EnpEep DECEMBER 31. 


Gross Revenue 5 : F : ; 
Operating Expenses, Taxes, Maintenance and Interest 


Net Revenue 


Total Interest and Dividend Charges on Subsidiary Companies and Other 
Prior Deductions 


Interest on Continental First Lien Collateral Trust 5% Bonds, 1927, 
and Refunding Mortgage 6% Bonds, 1947 


Interest on $5,700,000 Collateral Trust 7% Bonds, 1954 
Dividend on $6,858,300 Prior Preference 7% Stock 


Dividend on $1,751,400 Participating Preferred 6-8% Stock 


alanee Available for Depreciation and Common Stock Dividend 


* For Comparison. 


1923 


$12,467,105.41 
6,992,995.77 


$ 5,474,109.64 


2,219,120.60 
$ 3,254,989.04 
438,981.01 


$ 2,816,008.03 
399,000.00 


$ 2,417,008.03 
480,081.00 


* 1,936,927.03 
105,084.00 


$ 1,831,843.03 


1922* 


$11,282,204.64 
6,632,837.46 


$ 4,649,367.18 


2,056,803.34 
$ 2,592,563.84 
329,874.47 


$ 2,262,689.37 
399,000.00 


$ 1,863,689.37 
506,931.35 


$ 1,356,758.02 


$ 1,356,758.02 


EARNINGS AND OPERATING EXPENSES FOR TWELVE MONTHS ENDED 


DECEMBER 31, 1912-1923. 


Gross Revenue 


1923 $12,467,105.41 
1922 3,394,876.49 
1921 2,409,524.43 
1920 1,942,322.70 
1919 1,655,615.38 
1918 1,408,770.72 
1917 1,302,704.15 
1916 714,203.39 
1915 566,589.87 
1914 550,330.07 
1913 321,051.95 
1912 264,707.81 


Oper. Exp., Maint., 


and Taxes 


$6,992,995.77 


2,428,776.92 
1,773,279.94 
1,472,601.48 
1,254,210.68 
1,074,708.65 
963,607.24 
479,541.03 
367,786.13 - 
358,657.89 
190,708.30 
163,024.33 


Balance 


$5,474,109.64 
966,099.57 
636,244.49 
469,721.22 
401,404.70 
334,062.07 
339,096.91 
234,662.36 
198,803.74 
191,672.18 
130,343.65 
101,683.48 
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BALANCE SHEET DECEMBER 31, 1923 


AFTER COMPLETION OF PENDING FINANCING AND ACQUISITION OF PREFERRED AND COMMON 
STOCKHOLDINGS IN KANSAS CITY POWER SECURITIES CORP. 











ASSETS 
Stocks and Bonds Owned $26,098,090.75 
Notes Receivable 35,000.00 
Accounts Receivable 1,134,309.53 
Deferred Debits 1,082,962.56 
Miscellaneous Assets 22,398.12 
Cash 1,922,902.43 
$30,295,663.39 
LIABILITIES 
Common Capital Stock (106,035 sete No Par Value $ 4,241,400.00 
Prior Preference Stock . : 6,858,300.00 
Participating Preferred Stock 1,751,400.00 
Bonds, First Lien 5’s—1927 4,134,800.00 
Bonds, Refunding 6’s—1947 5,276,000.00 
Bonds, Collateral Trust 7’s—1954 5,700,000.00 
Notes Payable 250,000.00 
Accounts Payable . 100,285.85 
Miscellaneous Liabilities 35,000.00 
Surplus 1,948,477.54 
$30,295,663.3% 
CAPITALIZATION 
Funprep Drpst 
Maturity Authorized 
First Lien Collateral Trust 5% Gold Bonds PRNOVGS Lone, $5,000,000 
Refunding Mortgage 25 Year 6% Gold Bonds, Series 3A Apr. 1, 1947 Open End Mtg. 
Collateral Trust 7% Gold Bonds, Series A : Feb. 1, 1954 Open End Mtg. 
. Capitan Stock Authorized 
=s Common Stock, No Par : ; 350,000 Shares 
. Prior Preference Stock, 7%, $100 par 4 $20,000,000 
- Participating Preferred Stock, 6-8%, oe par 20,000,000 
. Preferred Stock, 6%, $100 par 5,000,000 
S) 
yt Int. and Div. Payable 


~ Trustee, First Lien Collateral Trust 5’s, Union Trust Co., Cleveland 
Trustee, Refunding Mortgage 6’s, Cleveland Trust Co., Cleveland 
_ Trustee, Collateral Trust 7’s, Cleveland Trust Co., Cleveland 


‘Transfer Agents, Prior Preference Stock, Union Trust Co., Cleveland 


re 


cS 


©Transfer Agents, 
Transfer Agents, 


Central Union Trust Co., New York 
Continental & Commer cial Trust 
and Savings Bank, Chicago 


Transfer Agents, Common Stock, Union Trust Co., Cleveland 


Central Union Trust Co., New York 
Continental Commercial Trust Savings Bank, Guirars 


Participating Preferred Stock, Central Union Trust Co., New York 
Preferred Stock, Union Trust Co., Cleveland ; ; 


May Ist-Nov. Ist 
Apr. 1st-Oct. 1st 
Feb. 1st-Aug. 1st 


Quarterly 
Jan. 
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OFFICERS 
Chairman of the Board C. S. Eaton, Cleveland 
President Rufus E. Lee, Omaha 7 
Vice President W. H. Abbott, Cleveland 
Vice President and General Manager F. H. Brooks, Omaha 
Secretary Thos. H. Jones, Cleveland 
Treasurer B. J. Olsen, Cleveland 


B. J. Olsen, Cleveland 


Assistant Secretaries D. E. Griswold, Cleveland 
Lura G. James, Omaha 
| | ( D. E. Griswold, Cleveland 
Assistant Treasurers 
W. 8S. Fowler, Cleveland 


EXECUTIVE COMMITTEE 


C. S. Eaton Rufus E. Lee Thomas H. Jones . 


DIRECTORS 
C. 8. Eaton, Cleveland, Ohio 
Rufus E. Lee, Omaha, Neb. 
W. H. Abbott, Cleveland, Ohio 
Thos. H. Jones, Cleveland, Ohio 
Burton A. Howe, Grand Rapids, Mich. 
Charles H. Eaton, Plainfield, N. J. 


B. J. Olsen, Cleveland, Ohio 





